S. S, ‘‘FLORIDA,'' KEY WEST, FLORIDA 


This steamer was placed in the service be- 
tween Key West and Havané Cuba, the sum- 
mer of 1931. It is a twin-screw turbine driven 


vessel. Length 387% ft., width 56% ft., speed 
19% knots per hour, passenger capacity ap- 


proximately 780. 
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